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PLOT 

MEMORIAL ID 


BIRTH 

DEATH 

BURIAL 


Earle L Lerette 


28 Sep 1913 
6 Oct 1993 (aged 80) 

Arlington National Cemetery 
Arlington, Arlington County, Virginia, USA 
Section 8 Site 9868 
124593772 • View Source 


Family Members 

Spouse 

~ Mary E Lerette 
1_ 1916-1991 

Gravesite Details Date interred: 10/14/1993 
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: accessed 9 January 2019), memorial page for Earle L Lerette (28 
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